This motor resulted in a static thrust increase 10 times more powerful on the 
same transformer. The milliampere meter barely moves. This means the 
electric power in conversion to thrust is very efficient and the transformer is 
nowhere near its limit. The limit on the input side is 1.1 ampere at 220 volts 


but the milliampere dial on the input side barely moves nowhere near 1.1 
amps maximum. 


